Trusted. Efficient. Versatile. 


Exos 15E90 


The Seagate” Exos'”15E900 enterprise hard drive is the work's fastest hard 
drive, with capacities up to 900GB in a 2.5-inch form factor, and is intended for 
traditional data centers where density, power consumption and data integrity are 
paramount. 


Performance You Need With the Affordability You Demand 


Unrivaled Versatility Is Key 


Best-Fit Applications 
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